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Top plate 

Pad 

Screw domed Philips 
Inner tube 

Plastic cushion 
Outer tube 

Base plate 

Shake proof nut 
Hexagonal nut 

Foot spike 
Hexagonal Socket Set Screw 
Allan Key 
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Acoustic Solutions Ltd. 
The East Lodge, Royal Ordnance Depot, Weedon Bec, Northampton, NN 7 4PS 
"el (44) (0) 1327 342255 Fax (44) (0) 1327 342298 email : enquiries @acousticsolutions.co.uk 


